m tne recovery of lung tumor antigens needed for heterologous immunizatio 
noglobulins isolated from effusions were absorbed with an insoluble normal 
n serum-normal lung polymer, then polymerized with ethylchloroformate to be 
as•ah immunoadsorbent for the recovery of tumor-associated antigens from t 
acts of human lung carcinomas. This material will be used to immunize rabb 
rder to produce a high titer heterologous antiserum against lung tumor- < 
ciated antigens. 
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